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Chapter 1 by Story Wars 


The last man on earth was on his couch, watching a rerun of a James Bond movie when he 
heard a knock on his door. 


Chapter 2 by the smiling man (fF 


He decided not to open the door,but then he heard another,louder knock. 


Chapter 3 by Brock Thompson (fF 


This man, being the last man on earth, was a bit unsettled by the knocking on the door. 


Chapter 4by marie (fF 


The door slowlv creaked anen. hut no one from the inside had onened it. 
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The man felt something cold touching his neck. 


Chapter 6 by Unkie (fF 


He swatted it with his hand. It was a wet maple leaf. He knew it couldn't 
be a person because, after all, He is the last man on earth. 


Chapter 7 by Sugar Princess (fF 


He thought the wind must have pushed the door open but before he could recall whether he 
had locked it or not the lights went out. 


Chapter 8 by Sugar Princess (fF 


He dug into his pockets to find that darned mobile phone of his only to remember he'd left it on 
the couch next to the remote. 


the end 
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